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SUMMARY 


TOWNSHIP OF GLANBROOK 
ZONING BY-LAWS NO. 
OW ee > Fo 


LOW 815 5—78 


CNORTH GLANBROOK INDUSTRIAL PARK) 


NOTICE OF APPLICATION TO THE 
Ontario Municipal Board by the 
Corporation of the Township of 
Glanbrook for approval of two 
By-Laws to regulate land use 


TAKE NOTICE that the Council of the Corporation of the Township of 
Glanbrook intends to apply to the Ontario Municipal Board pursuant to 

the provisions of Section 35 of The Planning Act for approval of By-Laws 
No. 1078-157-78 and 1078-158-78, passed on the 9th day of August, 1978. 

A summary of the By-Laws is furnished herein. A note giving an explanation 
of the purpose and effect of the By-Laws stating the lands affected thereby 
is also furnished herewith. This is a summary of the By-Laws only. The 
complete By-Laws are available for examination at the Township office, 

3027 Homestead Drive, Mount Hope, during business hours, 9:00 a.m. to 


4:30 p.m. 


ANY PERSON INTERESTED MAY, within twenty-one (21) days after the date of 
this notice, send by registered mail or deliver to the Clerk of the 
Township of Glanbrook notice of his objections to approval of the said 


By-Laws, together with a statement of the grounds of such objection. 


ANY PERSON wishing to support this application for approval of the By-Laws 
may within twenty-one (21) days after the date of this notice send by 
registered mail or deliver to the Clerk of the Township of Glanbrook 
notice of his support of approval of the said By-Laws together with a 
request for notice of any hearing that may be held giving also the name 


and address to which such notice should be given. 


THE ONTARIO MUNICIPAL BOARD may approve of the said By-Laws but before 
doing so it may appoint a time and place when any objection to the By-Laws 
will be considered. Notice of any hearing that may be held will be given 
only to persons who have filed an objection or notice of support and who 
have left with or delivered to the Clerk undersigned, the address to 


which notice of hearing is to be sent. 


THE LAST DAY FOR FILING OBJECTIONS WILL BE February 21, 1979. 


DATED at the Township of Glanbrook this 26th day of January, 1979. 


g Switzer 
The Corporation of the 
Township of Glanbrook 
Box 130, Mount Hope, 
Ontario. LOR 1WO 


EXPLANATORY NOTE 


By-Law No. 1078-157-78 and By-Law No. 1078-158-78 each regulate land use 
for a portion of the North Glanbrook Industrial Park. The map schedules 
at the back of this summary show the areas to which the By-Laws apply. 
Together, the By-Laws cover the entire Industrial Park, which is located 
in part of Lots 14, 15, and 16, Comm@@edon I, and part of Lots 13, 14, 
15, and 16, Concession II, former Township of Glanford. 


The Industrial Park lands were predominantly zoned Agricultural 'A', and 
General Industrial 'M3' in Zoning By-Law No. 1078 of the former Township 
of Glanford, and amendments to it. By-Laws No. 1078-157-78 and 1078-158- 
78 rezone the lands to the General Commercial 'C2', Prestige Business/ 
Industrial 'Ml' and Light Manufacturing/Warehousing 'M3' categories, and 
specify detailed provisions relating to uses permitted, setback distances 
required, landscaping and buffering requirements, etc. 


By-Laws No. 1078-157-78 and 1078-158-78 are in conformity with, and 

implement, Official Plan Amendments No. 138 and 139 respectively. These 

Official Plan Amendments were adopted by the Council of the Corporation 

of the Township of Glanbrook on August 9, 1978 by By-Laws No. 157-78 and 

158-78, respectively. : 
Digitized by the Internet Archive 

In addition, the By-Laws are in conformity with fr Official Plan for the 


Township of GlanbroA, AW AA aN i ofey ING» bOMeuncil on 


February 20, 1978, by By-Law No. 148-78. 


amilton Public Library 


https://archive.org/details/summarytownshipoOOunse 


SECTION 1: TITLES 
The titles of the by-laws summarized are: 


(i) By-Law No. 1078-157-78, "Zoning By-Law for a portion 
of the lands within the North Glanbrook Industrial Park". 


(Geo) By-Law No. 1078-158-78, "The Industrial Park Zoning 
By-Law of the Corporation of the Township of Glanbrook". 


Together these By-Laws cover the entire North Glanbrook 
Industrial Park. 


SECTION 2: DEFINED AREAS 
This section defines the areas to which the By-Laws apply. 
SECTION 3: CONTINUATION OF EXISTING BY-LAWS 


The provisions of Zoning By-Law No. 1078 of the former Township 
of Glanford remain in effect except in the areas to which these 
By-Laws apply. 


SECTION 4: DEFINITIONS 
This section defines words and terms used in the By-Laws, such 
as "accessory use", “home occupation", "lot", etc. The purpose 


of the definitions is to enable the By-Laws to be clearly 
understood, without ambiguity. 


SECTION 5: ZONES 


The established zones and symbols within the defined areas are 
as follows: 


Zone Symbol 
Prestige Business/Industrial M1 
General Industrial M3 
General Commercial G2 


SECTION 6: ZONING MAPS 
This section declares the "Zoning Maps" to be part of the By-Laws. 
SECTION 7: INTERPRETATION 


This section explains the interpretation of certain provisions of 
the By-Laws such as: 


nO 


The provisions of the By-Laws are minimum requirements and 
when at variance with other By-Laws, the more restrictive 
shall apply. Nothing in the By-Laws shall exempt any 
person from complying with the By-Laws of the Township, 
the Region, the Province or the Country. 


Symbols. 

Defined Areas. 

Zone Boundaries, such as a roadway, watercourse or shoreline. 
In the event of street or lane closings the property shall 

be included within the zone or zones adjoining either side of 


the closed street or lane. 


Certain words used throughout the By-Laws, such as "shall". 


SECTION 8: GENERAL PROVISIONS FOR ALL ZONES 


Bel 
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Application of By-Law 


Any land, building or structure shall only be used in 
conformity with the By-Laws. 


The purpose for which any land or building is used cannot 
be changed, and no land can be severed, if it would create 
a situation that would contravene the provisions of the 
By-Laws. (Conveyance of land to a government authority 

is not considered a contravention of the By-Laws.) 


Nothing in the By-Laws relieves a person from the obligation 
to comply with other By-Laws of the Township, or to obtain 
licenses, permits, authorities or approvals required under 
Township By-Laws. 


The By-Laws do not reduce restrictions lawfully imposed by 
other government authorities. 


Accessory Buildings 


This section contains provisions for accessory buildings, 
structures and uses including: 


- Accessory buildings do not include buildings in which 
commercial operations are conducted, or buildings used 
for human habitation except as otherwise provided in the 
By-Laws. 


- Accessory buildings shall be erected to the rear of the 
front yard, and shall comply with the required yard setbacks € 
in the zone in which they are located. (Certain private residential 
garages are excepted from the required yard setbacks, 
and governed by specific provisions. ) 
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- Total lot coverage shall not exceed 5 percent of the lot 
area or .405 hectares (1 acre) whichever is the lesser, 
provided that lot coverage of all buildings does not 
exceed 25 percent. 


- The height of accessory buildings shall not exceed 4.57 
metres (15 feet). 


- Flag poles, awnings, retaining walls and similar uses are 
permitted in any required yard. 


- A rail spur is permitted in Industrial zones within any 
required side or rear yard. 


- A gate house is permitted in Industrial zones within a 
front or side yard, or in the area between the street line 
and the required setback. 


Conditions of Development or Redevelopment 


(i) Despite any other provisions of the By-Laws which 
may be inconsistent with this Subsection no 
development or redevelopment of land or buildings 
within the Township of Glanbrook is to take place 
until the owner has entered into an agreement 
with the Corporation dealing with the provision, 
maintenance and use of certain facilities and 
matters including: 


a) 


b) 


B) 


d) 


e) 


£) 


g) 


widening of highways that abut on the land being 
developed or redeveloped; 


the size, location, and number of access ramps 
and eurbings and the direction of traffic on 
the ramps; 


parking, loading and driveway areas, including 
the surfacing of these areas; 


walkways and other pedestrian accesses; 


snow removal from access ramps, driveways, 
parking areas and walkways; 


grading or change in elevation or contour of 
the land, and the disposal of storm, surface 
and waste water from the land and buildings; 


conveyance to the municipality without cost of 
easements required for existing or new watercourses, 
ditches, land drainage works and sanitary sewerage 
facilities; 


(ii) 


(iii) 


(iv) 


h) floodlighting of the land or buildings; 


i) walls, fences, hedges, trees, shrubs, 
etc. for landscaping or buffering; 


j) storage and collection areas and facilities 
for garbage or other waste material; 


k) plans showing the location of all buildings 
and structures to be erected on the land and 
the location of the other facilities 
required by the By-Laws, (called Site 
Plans) = cand 


h) perspective drawings and plans showing 
building elevations and cross sections of 
industrial and commercial buildings and 
residential buildings containing twenty- 
five or more dwelling units. 


Any agreement entered into under this subsection (called 
a Development Agreement and a Maintenance and Use 
Agreement) may be registered on title against the land 
to which it applies, and the Township is entitled 

to enforce it against present and future owners, 

subject to the provisions of The Registry Act and 


The Land Titles Act. 


a) facilities and matters required under this 
Subsection are to be done by the owner at his risk 
and expense and must be done to the satisfaction 
of the Township; 


b) if the owner defaults in doing what is required 
by this Subsection, the Township may do it, and 
recover the expense by taking action, or through 
municipal taxes; and 


c) these clauses detail the procedures for 
notice, remedy period and appeal, allowed to an 
d) owner who is in default of doing the things 
required by this Subsection. 


No building permits or other permits are issued until 
the owner files with the Township and the Township 
approves site plans, required perspective plans, 
elevation plans and cross sections; and a lot grading 
plan, and until the owner conveys to the Township 
free of charge and encumbrance, any lands required 
for widening of highways, sidewalks, or any required 
easements. 


8.4 


8.5 


8.6 


(v) No person is to: 


- block or impede access to the lands, use of walkways, 
or watercourses, watermains, ditches, drainage walks 
or sewerage facilities; 


- park a vehicle other than in areas shown on the plans 
filed with the Township; 


- interfere with snow or ice removal; 


- change the grading, contour or elevation of land 
from that shown on the plans filed; 


- interfere with or alter the normal course for storm, 
surface and waste water, unless the Township has 
approved a-plan for alternate drainage; 


- permit floodlights to disturb the sleep or privacy 
of neighbours; 


- fail to maintain walls, fences, trees, hedges, etc.; 


- fail to keep garbage and waste disposal facilities 
and areas in good repair. 


This section lists permitted encroachments into required 
yards, such as balconies, fire escapes, bay windows, 
chimeys, pilasters and canopies. 


A parcel of land in the Agricultural or Residential Zones 
which lack the lot frontage and/or lot area required by 
the By-Laws, but which could have legally been conveyed 
prior to the date of passing of the By-Laws, is deemed 

to be a lot, and may be used for a use, building, or 
structure permitted in that zone, provided that: 


(i) not more than one single-family detached dwelling is 
to be erected; 


(ii) all other provisions of the By-Law are complied 
with; 


(iii) all health requirements are complied with. 


For lots which do not comply with the frontage, width, or 

area requirements of the By-Laws, or which do not have frontage 
on a public street, but which are held under distinct and 
separate ownership from adjoining lots, an addition may be 
constructed to an existing dwelling, provided that all other 
requirements are met. 


8. 


8. 
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No buildings or structures are permitted on hazard 
lands, unless the hazard is overcome to the satisfaction 
of the Township and the Conservation Authority. 


Certain accessory structures such as flag poles, silos, 
chimneys, water tanks, radio or television towers, etc. 
are excepted from the height restrictions of the By-Laws, 
provided that the main use is permitted in the Zone 

in which it is located. 


Special provisions for a home occupation in a dwelling 
unit include: 


- the occupation shall be operated by a member of the 
resident family; 


- it shall be clearly secondary to the residential use; 


- not more than 25 percent of the gross floor area may 
be used for such occupation; 


- it shall not be located in a garage, shed or other 
accessory building; 


= it shall mot inelude a -elinve, private trospital, 
nursing home, eating establishment or animal hospital; and 


- the By-Laws also include regulations pertaining to 
signs, parking, storage and sale of material, etc. 


Loading 


Off-street loading facilities are required for commercial 
uses over 185.9 square metres (2,001 square feet) in 
gross floor area, and for industrial uses over 418.14 
Square metres (4,501 square feet). The number of 

spaces required is related to size. These loading 
facilities must: 


(i) be provided with a concrete, asphalt or bituminous 
gravel surface, and adequately drained; 


(ED) be located in other than a front yard, and where 
located in a side yard must be screened from front 
visibility; 


(iii) be further than 15.24 metres (50 feet) from any 
Residential Zone or residential use; 


(iv) be further than 1.52 metres (5 feet) from any 
rear lot line; and 


(v) be of a minimum size of 3.66 metres (12 feet) by 
13.72 metres (45 feet) with a 4.27 metres (14 feet) 
clearance. 
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Minimum front yard regulations shall be as provided for in 
the By-Laws but shall not be less than minimum setbacks 
from centre lines of streets as specified in Subsection 
Sell. 


Minimum lot areas shall be as provided for in the By-Laws, 
except where larger areas are required by the Regional 
Health Unit, in accordance with The Public Health Act. 


Parking Requirements 


This Subsection lists the number of off-street parking 
requirements for certain uses, such as: 


(i) factory or industrial buildings require 1 space 
for each 2 employees or 1 space for every 46.45 
square metres (500 square feet) of gross floor 
area, whichever is deemed appropriate; 


(GE) business or professional offices require one 
space for each 27.87 square metres (300 square feet) 
of gross floor area, or fraction thereof; 


(iii) restaurants require one space for each 4.65 square 
metres (50 square feet) or fraction thereof of 
public floor area, with a minimum of 10 spaces; and 


(iv) residential dwellings require one space for each 
dwelling unit. 

Certain general conditions for parking are also in this 

section. Such conditions include: 

(i) parking facilities must be located on the same lot 
as the principle use, or within 61 metres (200 


feet) of the lot; 


(ii) parking spaces must be readily accessible and must 


have a minimum area of 18.58 square metres (200 square 


feet); 


(iii) parking facilities must be lighted in a manner that 
ensures that the light is deflected away from any 
roadway and/or residential use; 


Calvi) parking surfaces must be graded, drained and paved 
in such a manner as to provide a durable, permanent, 
dustless surface; 
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(v) 


(vi) 


parking areas must have clearly marked entrance 
and/or exit points on to an existing street or 
public lane and where ramps to underground or 
raised parking areas exist, the entrance and exits 
must be 7.62 metres (25 feet) from any street line; 
and 


only operative, currently licensed vehicles are 
permitted to use the parking facilities provided 
in the By-Laws. 


Miscellaneous Design & Site Requirements 


This section contains requirements such as: 


(i) 


(id) 


(Gisieh) 


(iv) 


(v) 


building paper or asphalt roll type siding is prohibited 
to be used as exterior facia on any building or structure; 


unfinished plain concrete block used for the exterior 
facia of a building is prohibited within: 


a) 60.96 metres (200 feet) of the limite of a 
Residential Zone; 


b) 60.96 metres (200 feet) of the nearest limit 
of the deemed street width (right-of-way) of 
Dickenson Road East, Trinity Church Road and 
Dartnall Road Extension; 


c) 45.72 metres (150 feet) ef the nearest limit 
of the deemed street width of Twenty Road East 
and Glover Road/Proposed Collector Road; and 


d) 38.1 metres (125 feet) of the nearest limit of 
the deemed street width of all minor collector 
roads. 


fences and decorative walls are permitted provided 
they have a height not exceeding 3.05 metres 

(10 feet) in an Industrial or Commercial Zone and 
2.13 metres (7 feet) in any other zone; 


privacy screens having a height not exceeding 
2.13 metres (7 feet) are permitted in a required 
yard subject to requirements including setback 
from a yard or street; and 


exterior illumination must be directed downward 
and deflected away from adjacent lots or roadways. 


S..15 Where any land or building is used for more than one 
purpose, then the By-Law provisions for each use shall be 
complied with, provided that no dwelling shall be located 
within 6.1 metres (20 feet) of any other building on the 
lot, except a building accessory to the dwelling. 


8 LG Non-Conforming Uses 


8.16.1 Nothing in the By-Laws prevents the use of any land or 
building for any purpose prohibited by the By-Law if that 
land or building was lawfully used for that purpose on 
the date of passing of the By-Laws. In addition, nothing 
in the By-Laws prevents the erection or use of a building 
for a non-permitted purpose provided that: 


(i) the plans (or site plan) for the building were 
approved prior to the date of passing of the By-Law; 


(17) the building continues to be used for the purpose 
for which it was erected; and 


(iii) erection of the building is commenced within 2 
years of the date of passing of the By-Laws. 


8.16.2 a) a building which at the date of passing of the By-Laws 
was used for a purpose prohibited by the By-Laws, shall 
only be enlarged or extended in accordance with Section 
42 of The Planning Act (i.e. a minor variance is to be 
obtained from the Committee of Adjustment) ; 


b) the use of any land or building used for a prohibited 
purpose at the date of passing of the By-Laws shall 
only be changed in accordance with The Planning Act 
(Section 42): and 


c) nothing in the By-Laws prevents the strengthening or 
restoration to a safe condition of any building or 
structure used for a prohibited purpose, provided that 
the use is not changed nor the building increased in 
area so as to contravene the provisions of The Planning 
Act. 


Sa ly Offensive Uses 


No land, building or structure shall be used for any purpose 
which is offensive, or which is likely to become a nuisance 
or offensive, by: creation of noise or vibration; emission 
of gas, fumes, smoke, dust or objectionable odour; unsightly 
storage of goods, merchandise, salvage, refuse, motor 
vehicles or parts, etc. or any combination of these. 


2138 


ZL9 


neu 


SPA 


oe 


Planting Strips 


Planting strips are required where a non-residential use 
abuts a residential use or residential zone, or is across 
the street from a residential use or residential zone. 
Industrial uses must provide a planting strip of a minimum 
width of 6.1 metres (20 feet); other non-residential uses 
require a width of 3.05 metres (10 feet). Plantine strips 
shall only be used for a continuous row of shrubs or 
evergreens or for a fence of opaque material. This 
subsection contains further provisions regulating height 
of fences, situations where planting strips may be 
interrupted, etc. 


Replacement of Dwellings 


A dwelling in an Industrial Ml or M3 Zone or a General 
Commercial C2 Zone which was partially or completely 

destroyed by fire, lightning, explosion, tempest, flood 

or act of God or was ordered to be demolished by the Township, 
Region or other Authority for purposes of health and safety, 
may be replaced. A dwelling in a Hazard Land area which 

was partially or completely destroyed by fire, lightning, 
explosion or act of God, may be replaced provided that 

the destruction was not a result of the inherent environmental 
hazard of the lands. The replacement dwelling shall comply 
with the pertinent requirements of the By-Laws and must be 
not less than 92.9 square metres (1000 square feet) in floor 
area. 


No building or structure shall be erected, altered or 
enlarged except upon a lot and no land shall be used for 

any permitted use unless it comprises a lot. This provision 
does not preclude use of any parcel of land for agricultural 
purposes provided that no buildings or structures except 
fences are erected or enlarged. 


No building or structure is permitted to be erected on any 
lot which does not front on a public street (a lane, right- 
of-way or unopened road allowance is not considered a public 
street), unless the By-Laws state otherwise. (An exception 
to this rule pertains to a lot of record which is separated 
from a public street by an easement, right-of-way, etc. 

(eg. a hydro easement), and the By-Laws contain specific 
provisions to regulate this situation. ) 


No person may erect or use a building for residential purposes, 
if a dwelling exists or is under construction on the lot, or 
if a building permit has been issued for a dwelling on that lot. 


S525 Signs 


Signs are permitted in all zones. This Subsection contains 
general requirements pertaining to such matters as: 
securing of signs in a safe manner, ensuring that signs 

do not obstruct or impede fire escapes, doors, windows, 
etc., prohibiting certain types of signs (eg. flashing 
signs), etc. 


This Subsection also contains specific provisions for 

the type, size, height and location of signs permitted 

in the Industrial and Commercial Zones. For example, 

all signs in these zones are limited in size according to 
length of the lot's street frontage, to a maximum total 
size of 29.73 square metres (320 square feet). Where a 
pylon sign is permitted it is not to exceed a height of 
7.62 metres (25 feet) above grade. 


See Special Setback Requirements 


This section provides for special setbacks from a creek, 
marsh, cliff or embankment. 


In addition, this Subsection establishes deemed street 
widths (i.e. street right-of-way widths) for all roads 
located within the area covered by the By-Laws. 
Wherever the By-Laws require building setbacks from 
streets, the setback shall be the stated yard 
requirement, measured at right angles from the edge 

of the street plus half the deemed street width (the 
distance from the road centreline to the edge of the 
right-of-way). 


(8h 725) Swimming Pools 


An outdoor swimming pool (which is defined as being 
greater than 0.46 metres (18 inches) in depth but does 
not include a natural body of water) is permitted as 
an accessory use to any permitted agricultural, 
residential, commercial and institutional use. It is 
permitted to be located in the front or side portion 
of the lot provided that it meets the front and side 
yard setback requirements for the principal building 
on the lot and provided that it is not higher than 
0.61 metres (2 feet) above grade. A swimming pool is 
permitted in a rear yard provided that it meets the 
setback requirements for an accessory building on the 
lot. 
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Every pool (except pools which have platforms of a 
minimum height attached to the entire perimeter of the 
pool) must be enclosed by a fence. This Subsection 
contains detailed provisions relating to height, type, 
material and location of fences, gates and locks, pools 
with attached platforms, etc. 


The Building Inspector is authorized to enforce this 
Subsection, and anyone guilty of an offence is liable 
to a fine of not more than $1,000.00 excluding costs. 


Temporary Uses 


Temporary uses and temporary buildings and structures, 
such as a construction camp, tool shed, scaffold, 
temporary roadside stand for sale of agricultural 
products produced on the lands, or the retail sale of 
Christmas trees (except on land used for single 

family residential purposes), are permitted. 


Through Lots 


Where a lot which is not a corner lot has frontage on 
more than one street, the front yard regulations 
contained in the By-Laws apply to each street. 


Comer Lots 


For corner lots front yard regulations contained in 
the By-Laws apply to each street. 


Trailers and Tents 


Tents, trailers and mobile homes used for living, 
sleeping and eating are prohibited in the areas 
affected by these By-Laws, except where a mobile home 
is used as a seasonal help house to an agricultural 
operation. 


Truck, Bus and Coach Bodies 


A truck, bus, coach, street car body or similar 
structure, other than a mobile home, is not permitted to 
be used for human habitation whether or not it is 
mounted on wheels or other foundation. 


Uses Permitted in all Zones 


This Subsection lists uses which are permitted in all 
zones, including: public streets and public parks; 
public utilities and transmission lines, provided they 
meet the By-Laws' requirements, and do not adversely 
affect the area; traffic signs and signals and 
government notices and signs; guard or gate houses; 
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parking lots; hobby greenhouses not exceeding 9.29 square 
metres (100 square feet). Existing agricultural 
operations, except special operations including 

mushroom farms and intensive animal operations, which 
may be obnoxious by emission of odour, are considered 

to be conforming. New agricultural operations except 
special operations are permitted to be established in 

the area covered by By-Law No. 1078-158-78. 


(Sig Se Uses Prohibited 


This Subsection contains the statement that any use 
which is declared under The Public Health Act to be an 
offensive trade, business or manufacture, because of 
its nature, or the materials used, is prohibited. 


In addition, this Subsection lists specific prohibited 
uses including: 


- blood, bone, soap, or tripe boiling 

- refining coal oil 

- extracting oil from fish or animal matter 

- storing hides, or tanning hides or skins 

- abattoir or commercial slaughterhouse 

- piggery where pigs are fed treated garbage or refuse 

- tallow melting 

- manufacturing of gas or glue 

- commercial manufacturing or any processing of dead animals or 
human or animal waste to produce fertilizers 

- go-cart track or track for motor vehicle or motorcycle 
racing 

- junk yard, salvage yard or automobile wrecking yard 

- locating or storing any disused railroad car, street 
car, truck or bus body, or trailer without wheels 

- dwelling unit in a cellar 

- sites or facilities for disposal, transfer, treatment 
or storage of solid waste or liquid industrial waste 

- mobile home park 

- uses not permitted under 'Uses Permitted" section of 
the appropriate zone of the By-Laws 

- keeping or raising of any horse, pony, mule or donkey 
on a residential lot within 15.24 metres (50 feet) 
from a lot line or within 60.96 metres (200 feet) from 
a building used for non-agricultural purposes 

- keeping or raising of any bull, ox, cow, sheep, goat, 
pig, poultry, reptile or wild animal on any residential 
lot or within 60.96 metres (200 feet) of any building 
used for non-agricultural purposes 


SECTIONS 9 AND 10: PRESTIGE BUSINESS/INDUSTRIAL Ml ZONE AND 
GENERAL INDUSTRIAL M2 ZONE 


iNe Permitted Uses 


Both the Prestige Business/Industrial Ml Zone and the General 


Industrial M3 Zone permit uses such as warehouses}; 
manufacturing and industrial uses which are not obnoxious 
by reason of odour, dust, smoke, noise, vibration, fumes, 
etc.; and service shops, and accessory uses. 


The Prestige Business/Industrial Ml Zone is intended for more 


selective industrial uses, and for business and office uses. 
In addition to the uses listed above, this category permits 
retail and wholesale showrooms, enclosed building supply 
outlets, and general and professional offices. Uses 
involving a lot of outdoor storage such as transport 
terminals and contractors' and equipment yards are not 
permitted. New residential uses are also prohibited. 


The General Industrial M3 Zone permits a wider range of 
manufacturing uses than does the Prestige Zone. Uses such 
as transport terminals and contractors’ and equipment yards 
are permitted, but retail showrooms and professional offices 
are not. (A small office accessory to a permitted 
industrial use is permitted.) 


Bis Regulations 


Be lt Table 1: Regulations for Lot, Use and Principal Building in 


the Industrial Zones 


Prestige Business/ General Industrial 


Industrial Ml Zone M3 Zone 
Minimum Lot Frontage 45.72 metres 30.48 m 
CIS0 aby) (0 OE Go) 
Minimum Lot Area -4 hectare vo ha 
(1 acre) (75) acre) 
Minimum Lot Depth 16.2. 16.2 m 
(250 ft) (2b 0 eft.) 
Maximum Lot Coverage 40 percent 50 percent 


Maximum Gross Floor 100 percent 100 percent 
Area 
Minimum Front Yard WS) 2s ani OR 
(60) ft.) CCR fe.) 
Minimum Side Yard (Qe i 4.57 -m 
(25 Ft) GLaq Vee.) 
(Cis ak), (alas) 


a 


Prestige Business/ 


continued Industrial Ml Zone 
Minimum Rear Yard 9.14 m 

(30) Ee.) 

(aliveels) 
Maximum Building 10.67 m 
Height Gort.) 
Outside Manufacturing prohibited 
Outside Operations, prohibited 


Display and Storage 


Landscaping 
Requirements 
A planting strip 
must be provided 
along every lot 
line that abuts 
a Residential or 
Institutional 
Zone or 
residential or 
institutional 
use. The 
minimum width 
shall be as 
specified here - Gil) mn 
(20 £E;.) 


Fencing Requirements 
A fence must be 
provided along the 
boundary of any 
Residential or 
Institutional Zone 
or residential or 
institutional use. 
The minimum height 
shall be as specified 
here - 152) oh 
(5, £t,) 


Ss 


General Industrial 


M3 Zone 
Ti olay? an 
5. ft.) 
(elapely) 


10.67 m 
5.2650 


prohibited 


- prohibited in 


front yard 
prohibited less 
than 15.24 metres 
(50 feet) rrom 
street or boundary 
of Residential or 
Institutional Zone 
or residential or 
institutional use 
where permitted, 
must be enclosed 

by a fence at least 
1.83 metres (6 feet) 
in height 


8) KONSs ann 
(10: ££.) 


aS ial 
(Sones) 


@ 


Prestige Business/ General Industrial 

continued Industrial Ml Zone M3 Zone 
- where enclosing 

outside 

operations, 

display, or 

storage, fence 1583' mM 

must be - (Gane) 


a ee ES 


Footnote to Table 1 
1.1 Minimum Side Yard or Rear Yard 


bi) on a corner lot; the minimum side yard 
abutting the flankage street shall be 
TS RES ae (CHO) Gees) 


vip), where the side or rear lot line abuts the 
boundary of any residential use, the minimum 
side yard or rear yard abutting such lot 
dine shall be Tas2s m (50 Fes); 


iii) where the side or rear lot line abuts a 
hydro or railway right-of-way or railway 
siding no side yard or rear yard is required 
on such side lot line. 


Bhs 2 Parking Requirements for the Industrial Zones 


2) No parking is permitted within 1.52 metres (5 feet) 
of any rear lot. line, or within 7.62 metres (C5 feet) 
of any street line or boundary of Residential or 
Institutional Zone or residential or institutional 
use. 


ii) Employee parking is prohibited in the front yard. 
A limited amount of visitor parking (related to 
the width of the front wall of the principal 
building) is permitted in the front yard. 


Bon, 2! Regulations for Accessory Buildings in the Industrial Zones 


The By-Laws contain specific regulations for accessory 
buildings including: distance from side or rear lot 
line (depending on whether the lot abuts or does not 
abut a street, Residential or Institutional Zone or 
residential or institutional use); limit of overhangs; 
height; and lot coverage. 


SECTION 11: GENERAL COMMERCIAL C2 ZONE 


11 


11 


A 


A 


Permitted Uses 


The General Commercial C2 Zone is intended to provide 
commercial uses which cater to the employees and customers 
of the activities located in the Prestige Business/ 
Industrial Ml Zone and General Industrial M3 Zone. This 
Zone permits a wide range of commercial uses, including 
hotels, restaurants, retail stores, offices, service 
stations (excluding a residence on the same lot), 
recreation and entertainment facilities, car lots, 

motor vehicle repair shops excluding body shops, 
laundries, etc. 


Regulations 


bieBolt Table 2: Regulations for Lot, Use and Principal 


Building in the General Commercial C2 Zone 


General Commercial C2 Zone 


Minimum Lot Frontage 30.48 metres (100 feet) 
Minimum Lot Depth 38510 mol te 
Minimum Lot Area 1,161.29 square metres 


(P2500 sqm sEE<) 


Maximum Lot Coverage 35 percent 
Maximum Gross Floor Area 100 percent of lot area 
Minimum Front Yard 9.144 -m (30° ft.) 


Minimum Side Yard 
a) abutting a side lot line 

which is the boundary of 

any Residential Zone or 

residential use LoS Cy fe. ) 
b) on a corner lot, for the 

side yard abutting the 

flankage street 7.02 C250 £e.) 


Minimum Rear Yard L262 m (25-26. ) 
- where a rear yard abuts 
a street, a Residential 


Zone or a residential use OF Wem (30 FE sy 
Maximum Building Height 245 storeys or 10.67 m 
(35° ft.) 


11.B.2 Landscaping Requirements fOr the C2 Zone 


A planting strip having a minimum width of 3.05 metres 
(10 feet) must be provided and maintained along every 
lot line that abuts a Residential or Institutional Zone 
or any residential or institutional use, and this 
planting strip must be curbed or barricaded so that it 
is not used by motor vehicles. 


11.B.3 Parking Requirements for the General Commercial C2 Zone 


i) If a building contains greater than 139.35 square 
metres (1,500 square feet) of gross floor area, 
some of the required parking spaces may be provided 
in another lot in the General Commercial C2 Zone, 
provided that this lot is located within 60.96 metres 
(200 feet) of the use. 


ii) No parking is permitted within 0.61 metres (2 feet) 
of any rear lot line, or within 3.05 metres (10 feet) 
of the boundary of any Residential or Institutional 
Zone or any residential or institutional use. 


11.B.4 Regulations for Automobile Service Stations in the General 


Commercial C2 Zone 


The By-Laws contain specific regulations for automobile 
service stations including: lot frontage; lot depth; lot 
coverage; front yard, side yard and rear yard setbacks; 
building height; parking requirements; landscaping 
requirements; and location of certain structures. 


11.B.5 Regulations for Accessory Buildings in the General Commercial 
C2 Zone 


The By-Laws contain specific regulations for accessory 
buildings including: location; distance from any other 
building on the lot, lot coverage, distance from side or 
rear lot line (depending on whether the lot abuts or does 
not abut a street, Residential or Institutional Zone or 
residential or institutional use; limit of overhangs; and 
height. 


SECTION 12: ADMINISTRATION 


led The By-Laws shall be administered by a Zoning Administrator 
designated by the Council. 


Fee A Certificate of Occupancy issued by the Zoning Administrator 
is required to use or occupy buildings or structures and 
to make changes to them in any way. No permits or licenses 
shall be issued where the use of any land is contrary to 
the provisions of the By-Laws. 


L205 This sets out the requirements for application for a 
Certificate of Occupancy and Building Permit. 


12.4 The provisions of this section or the issuance of a 
Certificate of Occupancy shall not be interpreted to 
repeal, change or alter the requirements of these or of 
any other By-Laws of the Township. 


1 The Zoning Administrator is authorized to enter upon, at 
reasonable hours, any property where there is reason to 
believe that the By-Laws are not being complied with. 

SECTION 13: ENFORCEMENT 


Any person who contravenes any provision of the By-Laws is 
liable to a penalty not exceeding One Thousand Dollars ($1,000). 


SECTION 14: VALIDITY AND EFFECTIVE DATE 


Lestat Every provision of the By-Laws is deemed to be severable 
from the remainder of the By-Laws. 


14.2 The By-Laws will be effective upon being passed by 
Council subject to approval of the Ontario Municipal 


Board. 


By-Laws No. 1078-157-78 and 1078-158-78 were enacted and passed 
on the 9th day of August, 1978. 
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